Report Run Time: 
1/6/2016 2:05:00 PM 


Run By: 
Thomas Buneo 


Closed Batch Status 


Entry Date: Jan 6 2016 2:04PM EST Cut Off Time: 8:00PM EST 

Client: DEMOCRATIC PARTY OF VIRGINIA, 540495203 

Deposit: Democratic Party Of Virginia2 

Account #: 1 51 021400 Account Name: Democratic Party Of Virginia2 


Batch 

Pending Count 

Pending Total 

Canceled Count Canceled Amount 

50942646 [ WFNonfedClosing Jan 6 2016 2:04PM EST] 
Created By: ADMIN Closed By: ADMIN 

2 

$ 25,083.81 

0 $ 0.00 
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